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UNCLASSIFIED 

PAGE 01 STATE 047702 

46 

ORIGIN ERDA-07 

INFO OCT-OI 10-10 ISO-00 OES-05 EUR-12 /035 R 

66604 

DRAFTED BY USERDA/IP/IAEA:JWCLIFEORD 
APPROVED BY OES/SCI/AE:JUSTIN L BLOOM 
IO/SCT:JTREVITHICK 
USERDA/IP/ADA&L:RNSLAWSON 

010833 

P041356ZMAR 75 

FM SECSTATE WASHDC 

TO USMISSION IAEA VIENNA PRIORITY 

UNCLAS STATE 047702 

E.O. 11652: N/A 

TAGS: IAEA, TECH, OCON, AORG 

SUBJECT: INTERNATIONAL WORKING GROUP ON NUCLEAR POWER PLANT 
CONTROL AND INSTRUMENTATION VIENNA MARCH 17-21, 1975 

REE: IAEA VIENNA 1587 

1. MISSION MAY NOMINATE DR. STEPHEN H. HANAUER, NRC, AS 
U.S. EXPERT TO PARTICIPATE IN SUBJECT WORKING GROUP. 

2. DR. HANAUER WILL BE PROVIDED AT U.S. EXPENSE AS COST-FREE 
EXPERT. HE IS USG EMPLOYEE WHICH SATISEIES REQUIREMENTS 
SECTION VIII, E.O. 10422. 

3. WOULD APPRECIATE MISSION CABLING AGENDA THIS MEETING. 
KISSINGER 
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Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 
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Disposition Comment: 
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Disposition Event: 
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Disposition Remarks: 

Document Number: 1975STATE047702 

Document Source: CORE 

Document Unique ID: 00 

Drafter: JWCLIFFORD 
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Executive Order: N/A 

Errors: N/A 

Film Number: D750075-0410 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750384/aaaacxmo.tel 

Line Count: 46 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN ERDA 
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Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 
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